This reporl is required by law (7 USC 2143) Failure lo report according to the regulations can 
result in an order lo cease and desist and lo be subject to penalties as provided lor in Section 2150. 


See reverse side lor 
additional inlormation. 


Interagency Reporl 
0180DOA-AN 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. I FORM APPROVED 

* Mt> 0579-0036 


2. HEADO 

i :i i«:t irt H /.-t 

h USD A, 


include 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


r LUrtiUA O 1 Al t UINl V tKiil 1 Y 

FLORIDA STATE UNIVERSITY 

LABORATORY ANIMAL RS. 101 BRF 

TALUHASSEE, FL 32306 : 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual reseaich, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Siles) 


Biomedical Research Facility 


Kellogg 


Tallahassee 


T 


a. 


Research Facility 




A 

Animals Covered 

By The Animal 

Weltare Regulations 

B Number of 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, lesling, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

0 Number ut animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation ol 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C 

0 4- E) 

4. Doqs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

.26 

122 

4B 


167 

8. Rabbits 

.-?.2 


2 


58 

9. No^M§(tli?rff4i}Tfe?es 

4 





10. Sheep 






11. Pias 






12. Other Farm Animals 












Heclgehoys 

1 3. Other ArriMals 


1 



1 

Monodelphif; 

•^4 





Meadow Voles 

loq 


2 n 



Prairie Voles 

271 

272 

530 


802 


I ASSURANCE STATEMENTS 


I) Prolessionalty acceptable standards governmg the care, treatment, and use ol animals, including approriale use ol anesthelic. analgesic, and tranquilizirrg drugs, prior lo, during, 
and lollowing actual research, leaching, testing, surgery, or experimentation were lottowed by this research lacilily. 


2). Each principal invest igalur has considered allernalives lo painlul procedures. 


3) This lacilily is adhering to the standards and reguialions under the Act. and it has required that exceptions to the standards and regulations be specitied and explained by the 
principal investigator and approved by the institiilional Animal Care and Use Committee |IACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identilying the lACUC-approved exceptions, this summary includes a briel explanation ol the exceptions, as well as the species and number ol animals allected 


4). Tlie attending veterinarian loi this reseaich lacilily has appropiiate authority to ensure the provision ol adequate veletinory care and io oversee Ihe adequacy ol other aspects ol 
animal care and use. 


CEKTIFICATION HY IIEADQUAKTKS KKSEAKCII FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that Itie above is Iriie. corrrfcl. and complete (7 U S C Section 2143) 



i 

or Print) 

DATE SIGNED 




aly^f^cu 


(AUG 91) 


This r< fort js required by law (7 USC 2143) Failure to report according to the regulations can 
result III an order to cease and desist and to be subject to penalties as provided tor in Section 2150. 


See reverse side tor 
additional informalion. 
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UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 

1 

FORM APPROVED a 
79 0036 

u 


_ _ .*;A-R-nnn:^ 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADOUAI 

include Zip 1 1 

UNIVERSITY OF FLORIDA 

UNIVERSITY OF FLORIDA 

P.O. BOX 115500 

DEC 

with t/S04 ' 

-5 2000 


GAINESVILLE, FL 32611 




3. REPORTING FACILITY (List all locations wtiere animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sfles) 


Alej \.Ca\ 






(AUck ^ tS'f (/c 


A 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach mitJitional sheets if necessary or»s^^PFf/^FORM7023^ 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ot 

animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C Number ot 
jiMinals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Ihe animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquiiizing drugs were 
used 

E. Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to Ihe animals and for which Ihe use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely attected the procedures, results, or 
Interpretation ol the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be adached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. 

Dogs 

3 

1 Ol 

12. 

O 

1 

5. 

Cats 

/r 

36 

S' 1 

O 

37 

6. 

Guinea Pigs 

3 

L> 1 7- 

lol 

o 

in 

7. 

Hamsters 

O 

HO 

o 

o 

40 

8. 

Rabbits 




o 

372 

9. 

Non-human Primates 


1 5^1 

30 

o 

1 2 1 

10. 

Sheep 

2.0 5' 

1 S ^ 

3 z 

o 

X 1 6 

11. 

PlQS 

Zl 

1 S'o 

30 

o 

1 2 o 

12. 

Co m3 

Other Farm Animals 

O 

C 

O 

6 

r 

(i'O t S 

O 


O 

o 


13. 

Other Animals 







0 

23 

o 

0 

33 


0 

4 - 

0 

o 

4 

GEK^tLjl 

o 

0 

log 

o 

102 


ASSURANCE STATEMENTS 


1) Pfolessionally acceptable standards governing the care, ireatrnenl, and use ol animals, including approriate use ot anesthetic, analgesic, and Iranquilizing drugs, prior to, during, 
and lotlowing actual research, teaching, testing, surgery, or experimentation were tollowed by this research laciiity. 

2) Each principal investigator has considered alternatives to painful procedures 

3) This laciiity is adhering to the standards and regulalions under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Insiifulional Animal Care and Use Cominiitee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identilying the lACUC-approved exceptions, this summary includes a brief explanation ol ttie exceptions, as well as Itie species and number ol animals attected 

4) Tfie attending vetennarian lor Ihib reseaich laciiity has apjnopiiute aulhorily to ensure the provision of adequate veterinary care and to oversee the adequacy ot other aspects ol 
animal care and use 



CKKTIFICATION HY HEADQUAKTKS RESEARCH FACILITY OKKICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 cerlily that ttie above is true, correct, and complex (7 U S C Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF r F n OR INATITIITIOWAI OFFICIAL (Type or Pnnt) 

DATE SIGNED 

Ar 



12/1/00 


‘ AUG 91 ) 


This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side tor interagency Report Control No. 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 additional inlormation 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 

- 1^-000 3 

1 FORM APPROVED 

1 0M8 NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as reghtered with USDA. 
include 

CONTINUATION SHEET FOR ANNUAL REPORT 

1 

OF RESEARCH FACILITY 

( TYPE OR PRINT) 

lA TUrvils 

pa <2-> li'TC-'o 

U-r / pT. 

32 - i » ‘1 




A 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ol 

animals being 
bred. 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes 

C Number ot 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

D Number ol animals upon 
which experimcnls. 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and fur which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number ol animats upon which teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use ol appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation ot 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F 

TOTAL NO 

OF ANIMALS 

(Cois. C ^ 

D ♦ E) 

12 &/OR 13 Other 
(Usi by species) 

0P65.5(AiA3 

O 


O 

O 

32. 

05FA mvc^- 

o 

H02- 

O 

D 









































































































pSSUR^CE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, and use ot animals, including approriale use of anesthetic, analgesic, and iranquili/ing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research lactlily 

2) . Each principal investigator has considered alternatives lo paintul procedures 

3) . This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Cominiiiee (lACUC). A summary o1 all such exceptions is attached to this annual report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ot the exceptions, as well as the species and number of animals attecled. 


4). The attending veterinarian lor this research tacility has appropriate authority lo ensure the provision ot adequate veterinary care and lo oversee the adequacy of other aspects of 
animal care and use. 


CERTIFICATION BY IIEADQUARTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the above is true, correct, and complete (7 U.S.C Section 2143). 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME A TITLE OF C.E.O. OR INSTITUTION A1 OFFiniAL (Type or Print) 

DATE SIGNED 




12/1/00 


APnio ri^rspo 
(AUG 91 ) 


PART 1 HEADQUARTERS 


This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


See reverse side tor 
additionat u.tornnation. 


Interagency Report Coni rut Mo 
0180-0OAAN 


/ED / 
•OOGi 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


.;i 24 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


1. REGISTRATION NO. 

58-F-0006, Gust Id 945 


MEDICAL a VET ENTOMOLOGY RES LAB 
1600 SW. 23RD DRIVE 
GAINESVILLE. FL 32608 


crkon approved 
0579-00: 


id with USDA, 


3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimental lon. or held for these purposes. Attach additional 
sheets il necessary ) 


FACILITY LOCATIONS (Sites) 


I REPORT OF ANIMALS USED BY^R UNDER CONTROL OF RESEARCH FACILITY (Attach adufiiional sheets if necvssyry or use APHtC FORM r023A.) ' 


A. 

Animals Covered 

By The Animal 

WeMare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held lor use in 
leaching, testing, 
expieriments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number of 
ai^imals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

^ Number ol animals upon 
which experiinenls, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of anir.iuls upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals .Jiid tor which Ihe use of appropriate 
anesthetic, anaigesic, or tranquilizing drugs would 
have adversely iiflected the procedures, results, or 
interpretation ol ihe teaching, research, 
experiments, suigery. or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and tha reasons such drugs were not used 
must tie attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


0 



0 

5. Cats 


2 



2 

6. Guinea Pigs 


4 



4 

7 . Hamsters 


0 



0 

8. Rabbits 


0 



0 

9. Non -human Primates 


0 



0 

10. Sheep 


0 



0 

11. PiQS 


0 



0 

12 . Other Farm Animals 


9 



9 







13. Other Animals 

























I ASSURANCE STATEMENTS 


t) Protessioriaiiy acceptable standards governing the care, treatment, and use ot animals, including approriale use of anesthetic, analgesic, and tranquili^ing drugs, prior to, during, 
and luilowing actual research, leaching, testing, surgery, or experimentation were tollowed by this research lacility. 

2) . Each principal investigator has considered alternatives to paint ul procedures 

3) This facility is adhering lo the standards and regulations under the Act, and it has required that exceptions to the standards c>Md regulations be specified and explained by the 
principal investigator and approved by the Inslitiiiional Animal Care and Use Committee (lACUC) A summary of all such et'ceptions ts attached to this annual report, in 
addition to identifying the lACUC approved exceptions, this summary includes a brief explanation of the exceptions, as well at. tlie species and number ol ammals allected 

4) Ttie (j| lending veiennarian lor this reseaich facility has apt>ropnale authority lo ensure the provision of adequate veterinary caie and lo oversee the adequacy ul other aspects ot 
animal care and use. 


CKKTTFICA TION BY HEADQU ARTKS RESEARCH FACIUTY OFFICl AE 
(Chief Executive Officer or Legally Responsible Institutional Ofncial) 

I certify that the above Is I roe. correct, and complete (7 U S C Section 2143) 

T 


StGNATllRF nP r P n no lAIQTITIITinMAI DPPiriAl 


k.lAk«C e TiYi r 


APHIS FORM 7023 
(AUG SM 


DATE SIGNED 


Vb I ..'3 {('K'/} r;h) /.fufJi is i 




This report is required by law (7 USC 2 M3) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150. 


See reverse side lor 
additional inlormation. 


Interagency Report Conlrol No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION3tR.VICE ^ 

oci n 2000 

i. REGISTRATION NO. | 

FORM APPROVED 

OMB NO 0579-0036 r, 

- - - - 4 

* 58-R<l012, Oust Id 874 

tered with USDA, If \ 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

I I 

FLORIDA A&M UNIVERSITY 

COLLEGE OF PHARMACY 

TALLAHASSEE, FL 32307 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these 
sheets il necessary ) 

purposes Attach additional 


FACILITY LOCATIONS (Sftes) 


Suite 025 Dyson Pharmacy Building 


Rooms 219-231 Science Research Center 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Atlach aJiLiittonal shveta if necessary or use APHIS FORM 7023A.) ' 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ot 

animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ol 
animals upon 
winch leaching, 
research, 
experiments, or 
lests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs 

D Number ot animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number ol animats upon which teaching, 
experiments, research, surgery or lests were 
conducted involving accompanying pain or distress 
to the animals and for which the use ol appropriate 
anesthetic, analgesic, or Iranquili 2 ing drugs would 
have adversely allecled the procedures, results, or 
interpretation ot the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cois. C ♦ 

D + E) 

4. Dogs 

-0- 

-0- 

-0- 

-0- 

-0- 

5. Cats 

-0- 

-0- 

-0- 

-0- 

-0- 

6. Guinea Pigs 

-0- 

-0- 

20 

-0- 

20 

7. Hamsters 

-0- 

-0- 

-0- 

-0- 

-0- 

8. Rabbits 

-0- 

18 

-0- 

-0- 

18 

9. Non-human Primates 

-0- 

-0- 

-0- 

-0- 

-0- 

10. Sheep 

-0- 

-0- 

-0- 

-0- 

-0- 

11 . Pias 

-0- 

-0- 

-0- 

-0- 

-0- 

12 . Other Farm Animals 

-0- 

-0- 

-0- 

-0- 

-0- 







13- Other Animals 

























j ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, and use ot animals, including approriale use ol anesthetic, analgesic, and Iranquilizmg drugs, prior to, during, 
and loMowing actual research, leaching, testing, surgery, or expcnmentaliun were lollowed by this research lacility. 

2) . Each principal investigator has considered allernalives to painlul procedures 


3). This tacilily is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specilied and explained by the 
principal investigator and approved by the InslituHonal Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report, in 
addition to identitymg the tACUC-ajiproved exceptinos, this summary includes a brie! explanation ol the exceptions, as well as the species and numbei of aniinais allecled 



This report is required by law (7 USC 21 43) Failure to reporl according to the regulations can See reverse side tor tnteragency Conjrol No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. OISO-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SEi\ly(lt^ ^ H 

2onn 

1. REGISTRATION NO. | 

FORM APPROVED 

0MB NO 0579-0036 



2 . HEADOU 58-R-0016. Gust Id 875 
incfode Z 

1 1 

a with USDA 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1 1 

UNIVERSITY OF CENTRAL FLORIDA 
12443 RESEARCH PARKWAY 

SUITE 207 

ORLANDO. FL 32826 



3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary ) 


FACILITY LOCATIONS (Sties) 


/f#»i /j-J aXo . 4^000 

c jjt 


/=•<?. 


I REP^T OF ANIMALS USED BY OR UNDER CONTROL shvetsjn^essa^^_or_^^ 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ot 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

^ Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, ot 
tranquilizing drugs were 
used 

E. Number ot animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

Q ^ E) 

4. Dogs 





0 

5. Cats 





o 

6. Guinea Pigs 






7. Hamsters 





o 

8. Rabbits 





c 

9. Non- human Primates 





0 

10. Sheep 





o 

11. Pias 





D . 

12. Other Farm Animals 





...0 . 







13. Other Animals 





D 




















[ ASSURANCE STATEMENTS 


1) Prolessionalty acceptable standards governing the care, treatinenl, and use of animals, including approriale use ol anesthetic, analgesic, and tranquili.zing drugs, prior to, during, 
and lullowing actual research, teaching, testing, surgery, or exper mien tut ion were followed by this research tacility. 


2). Each principal investigator has considered atlernotives to painful procedures 


3) . This iacilfly is adhering to the standards and regulalions under the Act, and it has required that exceptions to the standards and regulations be specilied and explained by the 

principal investigator and approved by the Instil uiioiial Animat Care and Use Commit lee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to idenlitying the tACUC -approved exceptions, this summary includes a brief explanation of I he exceptions, as well as the species and number ot animals affected 

4) Ttie attending veterinarian tor this research lacifily has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy ol other aspects ol 
animal care and use 


CERTIFICATION BY IIEADQU ARTES RESEARCH FACIMTY OFKICIAI. 

(Chief Executive Officer or Legally Responsible Institutional Ofilcial) 

1 certify that tlie above is true, correct, and complete (7 U S C Section 2143) 



DATE SIGNED 

n jy/ oo 


Mrnio runivi /u-fd v'o hCjMr.l t« ^’3 uK.I «8j Ar,-< h is ) 

(AUG 91 ) 


AW redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


This reporl is required by law (7 USC 2143) Failure lo reporl according lo the regulalions can 
result in an order to cease and desist and to be sub|ecl to penalties as provided tor in Section 21 50 


See reverse side lor 
additional inlornnalion. 


Interagency Report Control t 
0180-DOAAN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

'6 2C0U, 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


t. REGISTRATION NO. 


2.HEAOOUARTE 58.R.O020, Custld8216 
include Zip Co . 


form approved 
0MB NO 0579-0036 


USOA, 


FLORIDA INSTITUTE OF TECHNOLOGY 
150 W. UNIVERSITY BLVD. 
MELBOURNE, FL 32901 


3. REPORTING FACILITY (List all local ions where animals were housed or used in actual research, testing, leaching, or experimentation, or held tor these purposes. Attach additional 
sheets il necessary ) 


FACILITY LOCATIONS (Sites) 


01 in Life Sciences Building 


150 W. University Blvd., Melbourne, FL 32901 


Biowest 


3325 W, New Haven Ave., Melbourne, FL 32901 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adtdiitonal sheets if necessaiy or use APHIS FORM 702 3Au) 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
animals being 
bred, 

conditioned, or 
held tor use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
relieving drugs. 

D Number ot animals upon 
which experimenis, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
iranquilizing drugs were 
used 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducled involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

<Cols. C + 

D ^ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pias 






12. Other Farm Animals 












13. Other Animals 




We have not had any animals 






reportable to AOHIS in the p 

ast 





year. We harve used' only mice 

snakes and fish. . 

5 VdtS , 








ASSURANCE STATEMENTS 


1 ) Protessronally acceptable standards governing the care, treatment, and use ol animals, including approriale use ol anesthetic, analgesic, and Iranquiliztng drugs, prior to, during, 
and lollowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered allernalives to paintui procedures 

3) This facility is adtiering lo the standards and regulations under the Act, and il has required that exceptions to the standards and regulations be specified and explaiited by the 
principal invesligalor and approved by the Institutional Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual reporl. In 
addition lo idenlitying the lACUC- approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ot animats aftected 

4) Tlie atlending velennarian lor this research lacilily has appropiiaie authority lo ensure the provision ot adequate veterinary care and lo oversee the adequacy ol other aspects ot 
animat care and use. 


CERTIFICATION BY IIEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chier Executive Officer or Legally Responsible Institutional Ofllcial) 

I certily that the above is true, corr(>ct. and complete (7 U S C Section 2143) 



Mrni;D r'.>»rTi¥i /uaTJ 

(AUG 91 i 



All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


This report is required by law (7 USC 2\A2) Failure to reporl according to the regulations can 
result m an order to cease and desist and to be subject lo penalties as provided tor in Section 2 ISO. 


See reverse side tor 
additional intormation 


Inleragency Reporl Control No 
0180-DOA-AN 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION 




ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 



MANNHEIMER FOUNDATION, INC. 
20255 SW360 ST. 

HOMESTEAD, FL 33034 


FORM APPROVED 
OMB NO 0579-0036 


ered with USOA, 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held lor these purposes. Attach additional 
sheets i1 necessary ) 


FACILITY LOCATIONS (Sites) 


20255 SW 360 Street 


Homestead, FL 33034 


j REPORT OF ANIMALS USED BY OR UNDER CONTROL ^RESEARCH 


A. 

Animals Covered 

By The Animal 

Weilare Regulations 

B Number ol 
animals being 
bred. 

conditioned, or 
held tor use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes- 

C Number of 
animals upon 
which teaching, 
research, 
experimenis, or 
lesis were 
conducted 
involving no 
pam, distress, or 
use of pain- 
relieving drugs. 

Number ot animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected Ihe procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An exp/anafion of 
the procedures producing pain or distress in these 
an/ma/s and the reasons such drugs were not used 
must be attached to this report). 

F. 

total no. 

OF ANIMALS 

(Cols. C 

0 + E) 

4. Dogs 






5. Odts 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 

- 




^Olo 

10, Sheep 






. 11. Pias 






12. Other Farm Animals 












1 3. Other Animals 

























I ASSURANCE STATEMENTS 


1) Prolessionaiiy acceptable standards governing the care, treatment, and use ol animals, including approriale use ol anesthetic, analgesic, and tranquili^ing drugs, prior lo, during, 
and lollowing actual research, leaching, testing, surgery, or experimentation were toliowed by this research lacility 


2). Each principal investigator has considered alternatives lo paintui procedures 


3) This tactlily is adhering to the standards and regulations under the Act. and u has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the insliliilional Animal Care and Use Committee (lACUC) A summary ol alt such exceptions is attached to this annual report. In 
addition to identitying the lACUC approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number of animals affected 

4) Ttie attending veterinarian tor this research facility has apjitopnale authority lo ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animal care and use 


CERTIFICATION BY IIEADQUARTES RESEARCH FACH.ITY OKFICIAl. 

(Chief Executive Officer or Legally Responsible Institutional OfCicial) 

1 certify that lire above is Irtte, c:orrect. and complete (7 U S C Section 2143) 

FnAME^ TITLE OF C. E n ftR IISl<;TlTllTinNAI nFFiriA? /Tui o /tr Prifi/I 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 




(AUG 91 ) 


■'Tvi 10 . ((>'.1 00 ; vvriir.ii is I 



’ DEC-14-2000 16=09 USDfl APHIS AC 919 716 5696 P.02/03 

rioort rwjykwJ by (T USC 2143}. to r«oOft acconjing to tfw rogu!«bor« aRactttd torm tor inierapancy ROPO^l ^*0 

^ sdd^it Infomiiton 


UNITED STATES D^ARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CEimFlCATE NUMBER! 58-R-0022 

CUSTOMER NUMBER! $1 8 

FORM APPROVED 

0MB NO. 08784)038 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Rollins College 

Rollins College 

1000 Holte Avenue 

Winter Park. FL 32789 


JAM -9 

Telephone: (407)^6-2355 



3. REPOimNG FACJimr (UKjoiocittonawtiawantmattviWfiftcuaadoruMdinaauai r a agarav taattng. or« pa it m an! i aon. or ntdforihf purpowt. Asacn aocdaoriai iriMtt If nacaaury ) 


FAClLlinr LOCATIONS ( SlU» > - Sm AtachoO Llating 


RPPOR7 CiP ANIMALS IJSEO BY ON lINOf^ CONTROL OF RESEARCH FACILITY ( AtUMOi addWoruil mhMUi if nrncmmn or uma APHIS Form 7023A \ 


A. 

Anknaia Covarad 

By The Anbiia) 
VMfera Rtgulettona 

8. Number bf 
inimilB being 
brad. 

COndiboned. pr 

held for use m 
[Baching, 
lasting. 
expertmenlB. 
reaaarch. or 
surgery but not y« 

C. Number of 
enlmdaupon 
which teeeNng. 
reaeerch. 
experimentSf or 

teds were 

conducted 

involving no 
pein. dUtrwa. or 
uaeof peln- 

reuevmo drugs. 

0* Number of aiUmals 

uponwNch 
expenments. leaching, 
reaeareh. surgery, or 
taata were conoucteo 

Involving 

•ccompanying pain or 

efotreaa to the animaia 
and fpr which 
eopropnete eneathetie. • 

E* Number of animals upon «vNch teaching, 
axpanmencs, research, surgery or tests w«e 
conducted involving accompanying pain or disiresa 
to the enimeis and for wNcH the use of aopropnete 
anesthetic, analgesic, or trenguUiatng drugs would 
have adversely affected the procedures, reauiia, or 
inlerpralaticn Of the teaching, reaaarch. exporimants, 
surgery, or tests, ( An explanation of the proceditfes 
producing pem or daoeea m meee enimala and the 
reasons such drugs ware not used must bo sttachad to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C4.D + E) 

4. OO08 





O 

5. C«I8 





6 

Guinea Pigs 





O 

7. HarTTSterS 





O 

8 RabbitB 





o 

9, Non-hum*n Primete 





0 

10 Sheep 





0 

11. Pigs 





0 

12. Othdf Farm Animals 



1 


o 






0 

13. Other Animals 











0 

1 




* 


I ASRWAWCt 


1 ) feoaptf M ttai'tMPO* go w o n^ th# cart. ti awna t»t. ano um of anlmvla, Induding agoroo^fata uaa of a n aat aP c. anaigatic. and druga. pHor \q. during, and ftjffQwing 

actual laaaaftdi. teaching, taat^g. surgery, or axper^martaDon ware folicwad by ifiia rasaarch faculty. 

2) Each principal invaatigaior has conaldarad allamattvaa to pdnfOl procaduraa. 

31 TMafadiHyia adhering to the siandajds and raguiabona under itia Ad. and <1 haa faguirad that exoapdoria to the standards and ragultborit ba spaofiad end txpl*ntd by the pnridpai 
rnvesdgator and approved by the fnatftudonal Animal Cara and Uae Cammittao (IaCUC). A aummaiy of afl auefi axcapfleiTa la altaciiad la tfila anmiai lapait In a<Wiben to identifying the 
lACUO-approved e*cep«ofl5, this summary indudas a briaf asdanadon of tha axcaptiona. a# wa* at lha apadaa and number of animaia affected . 

A) The attending vatarinai^n for tWa roBaarch (aditty naa appropriate authority Ip ansura the prOvlaion of ed«muda velannafy care and to ovaraaa the adaguacy of other aaoecla of animal care and 

CERTiRCATlON SY H6AOQUARTERS RESEARCH FACILITY OFFICIAL 
< Chief ExeoittvttOfncar or Legally Responsible Imbtubeoei Ofhoei) 



APHIS FORM 7023 
( AUG SI ) 


(Rapiaoea vS FORM ia-23 (OCT 88). wftfch la obaoiaia. 


\i\\\ redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


T» is reporl is leqinred Cy law (7 USC 2143) Failurr^ lo report according 1o Iho regiilalions can 
result in on order lo cease and desist and lo be subiect lo penalties as provided for in Secliorr 2150. 


See reverse side for 
additional infornr^olion. 


Inleragency Reporl Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1 REGISTRATION NO. 

FORM APPROVED" 

animal and plant health inspection service 


r^C/TAiVi AA. f r\vy“c.w 

0MB NO 0579 0036 

NOV 3 

,-2. HEADOUAR ^ 

iJ include Zip > 

with USOA, 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE on PRINT) 

ST. PETERSBURG JUNIOR COLLEGE 

7200 66TH ST NORTH 


PINELUS PARK, a 33781 


3 reporting facility (List all locations where animals were housed or used in actual research, testing, teaching, or experirnenlalion, or held lor these purposes Miiach addiliunat 
sheets it necessary ) 


FACILITY LOCATIONS (Sties) 


7200 66TH ST N, PINELLAS PARK FL 33781 

12611 86TH AVE N, SEMINOLE FL 33772 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (A»ac>\ ailidilmnal sheets it necwssafy or me APHIS F^ORM 70?3A.) ' 


A- 

Anirnats Covered 

By The Animal 

Welfare Regulalions 

B Number (>l 
animals being 
tired 

cofidttionod, or 
held for use in 
leaching, testing, 
experiments, 
researcti. or 
surgery tint not 
yet used lor such 
purposes 

C Numtxjr ol 
animals upon 
whK’.n 
rese.iich, 
Gxpernrients. or 
lests were 
conducled 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 

D Number ol animals upon 
which experimenis, 
teaching, lesetiich. 
surgery, or tests were 
conducled involving 
accompanying pain or 
distress to Iftc animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquiltzing drugs were 
used 

E. Number ol animats u(>on which leaching, 
experiments, research, surgery or tests were 
conducted involving accornpanyrng pain or distress 
to Ihe animals and for which Ihe use of appropriate 
anesthetic, analgesic, or irarrquilizing drugs would 
have adversely aMected Ihe procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanalion of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D ♦ E) 

4. Dogs 



8 2 


8 2 _ 

5. Cats 



30 


30 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 



2 


2 

9. Non-human Primates 






10. Sheep 



3 


. 3 . _ 

11 . Pias 



1 1 


11 

12. Other Farm Animals 



26 


26 

Horse( 7 ') 






13. Other Animals 






Cx^'W ^ 8^ 






IinnJc^y 













ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including approriale use of artesihelic, analgesic, and lranquiii.7ing drugs, prior lo, during, 
and following actual research, teachiny. testing, surgery. r>r exporirncntalion were Inllowed by this research facility. 

2} Each principal investigator has considered atiernalives to painhit procedures 

3) This lacihty is adt»ermg to the st.indards and rcgulaltons under the Act. and it has re<niired that exceptions lo Ihe standards and regulolions be Specilied and explained by the 
principal invesligalor and approved by Ihe Insiiliitional Animal Care and Use Commillee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addilion lo identilying Ihe lACUC-approved excepltnns, this summary includes a brief explanation of the excepituns, as welt as Ihe species and number ol animals affected 

4) Tire attending veterinarian lor Itiis rffs«M*cl» facility has appropuale authority to ensure tfie provision ol adequate veterinary care and lo oversee the aiJequocy ol olfier aspects of 
animat care and use 


CKRTIFICATION HY IIKADQUAfirKS UKSEAUCH FACM-ITY OFFICIAL 
(Chief Kxecutivo Officer or Legiilly Kcsponsihic Institutional Olficial) 

I r«>rlrt\.' lhal IIit> .'iImivp is true rtrifror l and r utitnloi.a /7 M QP Qo/'imn 91^11 


DATE SIGNED 

/( i<: <' L 



This reporl is required by law (7 USC 2M3) Failure lo report according lo Ihe regulations can 
result in an order to cease and desist and lo be subject to penalties as provided lor in Section 2150. 


See reverse side lor 
additional inlormation. 


Interagency Report Caolrol No 
0180-DOA-AN f ^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


NOV ■ 5 2000 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


,.REG,ST,^gO.^_C|3Q35 1 

1 FORM APPROVECf 

1 OMR NO 0579 0036 

2. HEADQI 58-R-0035. Oust Id 908 
include 2 

1 1 

FLORIDA ATLANTIC UNIVERSITY 

777 GLADES ROAD 

P.O. BOX 3091 

BOCA RATON. FL 33431 

}d with USDA, 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 


MT-18 / S&E 233 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL shj?e/£_ff^)ecessai 70 ^^ 


A. 

Animals Covered 

By The Animal 

Wellare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs 

D Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Ihe animats 
and tor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which Ihe use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D 4^ E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


5 



5 

9. Non-human Primates 






10. Sheep 






11. Pias 






12. Other Farm Animals 












13- Other Animats 

























ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquili.^ing drugs, prior to, during, 
and lollowing actual research, teaching, testing, surgery, or experimental iori were followed by this research iacility. 


2) Each principal investigator has considered alternatives to paintui procedures 


3) Tins facility is adhering to the standards and regulations under the Act, and it has required that exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (tACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a brief explanation ol Ihe exceptions, as well as the species and number ol animals allecled. 

4) Tfie attending veterinarian lor Itils research facilily has appiupriale aulhonly lo ensure Ihe provision ol adequate veterinary care and lo oversee Ihe adequacy ol other aspects of 
animal care and use. 


CERTIFICATION BY IIEADQUARTES RESEARCH FACIMTV OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Ofncial) 

I certify that Ifie above is Iriie, correct, and ciimptele (7 U S C Section 2143) 


DATE SIGNED 



APHIS FORM 7023 pLr: V::. he |« .*3 ((X'.T Ar,-.,r, s i 

(AUG 91) 


This reporl is lequired by law (7 USC 2143) Failure 10 report according lo the regulations can 
resull in an order to cease and desist and to be subject lo penalties as provided lor in Section 2150. 


See reverse side lor 
additional inlormalion. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 






1. REGISTRATION NO. 


2. HEADOl 

include 1 ^ 


58-R-0037. Gust Id 8218 


FORM APPROVED 
0579 0036 


:].c 


?d with USDA, 


GOODWIN INSTITUTE hOK UAnCER RESEARCH 
GOODWIN INSTITUTE FOR CANCER RESEARCH 
1850 N.W. 69TH AVENUE 
PLANTATION, FL 33313 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets il necessary ) 


FACILITY LOCATIONS (Sties) 




I REPORT OF ANIMALS USED BY OR UNDER CONTROL 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ol 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes 

C Number ol 
animals upon 
which leaching, 
research, 
experimenls. or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paiiv 
relieving drugs 

0 Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquiii 2 ing drugs were 
used 

E. Number ot animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
ariesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. explanation of 

the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report/ 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 





5. Cals 

0 





6. Guinea Pigs 

0 





7. Hamsters 

o 





8. Rabbits 

0 





9. Non-human Primates 

o 





10. Sheep 

0 





11. Pias 

o 





12. Other Farm Animals 

o 











i ce 

13. Other Animals 

1, ooo 

i, aoo 

O 

O 

t, ooo 




















[ ASSURANCE STATEMENTS 


1) Prulessionally acceptable standards governing the care, treatment, and use ol animals, including appronate use ol anesthetic, analgesic, and Iranquili^mg drugs, prior lo, during, 
and lollowing actual research, leaching, testing, surgery, or experimental ion were lollowed by this research laciiily 

2) Each principat investigator has considered alternatives lo paintui procedures 

3) This facility is adherirrg to the standards and regulaliuns under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the liisliltilional Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition lo idenlilying the lACUC-approved exceptions, this summary includes a briel explanation of the exceptions, as well as the species and number of animals allecled 


4) Tlie allending veterinarian lor this research laciiily has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy ol other aspects ol 
animat care and use 



(AUG ) 


Thts report is required by law (7 USC 2143) Failure to report according to the regutaiions can 
result :n an order to cease and desist and to be subject to penalties as provided (or in Section 2 ISO. 


See reverse side lor 
additional inlormalion. 


Interagency Report Control Mo 
0180-DOA-AM 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. | 

1 FORM APPROVED i 

1 ''S79 0036 

r- 

2. HEADOUAF 58-R-0041, Cust Id 909 
include Zip 

I I 

MOTE MARINE LABUKaTORY 
MOTE MARINE LABORATORY 

1600 THOMPSON PKWY. 
SARASOTA, FL 34236 

mth USO^ 


3. REPORTING FACILITY (List all locations wtiere animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sties} 


1600 Ken Thompson Parkway 

Sarasota> FL 34236 




A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C Number ol 
anwnals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain- 
relieving drugs 

D Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number ol animals upon which leaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected (he procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

0 + E| 

4. Dogs 





0 

5. Cats 





n 

6. Guinea Pigs 





Q 

7. Hamsters 





0 

8. Rabbits 





0 

9. Non-human Primates 





0 

10. Sheep 





0-_ 

11- Pios 





n 

12. Other Farm Animals 





0 







13. OUier Animals 






Manatees 

0 

2 

0 

0 

2 

Whales/dolphins 

0 

5 

0 

0 

5 








J^assurance^statemei^ 


1) Professionally acceptable standards governing the care, treatment, and use ol animals, including approriate use ol anesthetic, analgesic, and tranquili^iirg drugs, prior to, during, 
and lotlowiny actual research, teaching, testing, surgery, or experimentation were lollowed by this research facility. 


2). Each principal investigator has considered alternatives to painlul procedures 


3) This facility is adhering to the standards and regulations under the Act, and it has rer^uired that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the insliliilional Animal Care and Use Committee (lACUC) A summary of all such eKceptions is attached to this annual report. In 
addition to identilyirig the lACUC-approved exceptions, this summary includes a brief explanation ot the exceptions, as well as the species and number ot animals affected 


4) Ttie aliending veterinarian tor Itiis research lacility has aptnupiiale authority to ensure the provision ot adequate veterinary care and to oversee the adequacy ot other aspects ol 
animal care and use 



CERTIFICATION BY IIEADQUAKTES RESEARCH KACIl.lTY OKKICI AE 
(Chief Executive Officer or Legally Responsible Institutional Onicial) 

1 certily that itie above is true, correct, and complete (7 U S C Section 2143) 



SIGNATURE OF C.E. 


!>e Of Print) 

DATE SIGNED 





\ \ - tl{ ' 


APHIS FORM 7U23 pLf <-■. Vb r- jHm ic , 3 t. )^;,i nhi Arn^.h ts (sh-.uisTt- * 

.AUG 91 ) 


|i\ll redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


This feporj IS required by law (7 USC 2143) Failure 10 repori according lo the regulations can 
resull in an order lo cease and desist and to be subject lo penalties as provided for in Section 2150. 


See reverse side tor 
additional inlormation. 


Interagency Report Control No 
0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. I FORM APPROVED 1 

1 0MB NO 0579-0036 


2, HEADOUi f wittt USDA, 

ANNUAL REPORT OF RESEARCH FACILITY 

(JWPE OR PRINT) 

BOfcPHlN RSSFftRrH rPMT-^R" 

DOLPHIN RESEARCH CENTER 

PO BOX 522875 

MARATHON, FL 33052 

Shocks. 

3. REPORTING FACILITY (List all locations wliere animals were housed or used in aclual research, testing, teaching, or experimentation, or held lor these purposes Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 


\<eseojrcJr\ Cenrejr 

rh nn > F^l 


[ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH F^ILITY <A//ach adK/ihona/ s/iee/s^^Tnecessary^orji^^ 


A 

Animals Covered 

By The Animat 

Welfare Regulalions 

B Number of 
animals being 
bred. 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes 

C Number of 
anuTials upon 
which teaching, 
research, 
cxperirnenls, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0 Number ul animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number of animals upon whicti leaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use ot appropriate 
anesthetic, analgesic, or iranquihzing drugs would 
have adversely affected the procedures, results, or 
interpretation ot the leaching research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pa n or distress in these 
animals and the reasons suet drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pios 






12. Other Farm Animals 












13. Other Animals 






fin'Inntc A)fi(enns<^ 


/S 






rS 











I ASSURANCE STATEMENTS 


1) Protessionally acceptable standards governing the care, treatment, and use ot animals, including approriale use of anesthetic, analgesic, and tranquilizing drugs, prior lo, during, 
and following actual research, teaching, testing, surgery, or experimentation were tollowed by this research facility. 


2) . Each principal investigator has considered alternatives to painful procedures 

3) . This facility is adhering to the standards and regulations under the Act, and it has reijuired that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (iACUC) A summary of alt such eKceptions is attached to this annual report. In 
addition lo identifying the lACUC-approved exceptions, this suinrriary includes a brief explanation of the exceptions, as well as the species and number of animals atlecled. 


4) The allending veterinarian lor this research tacitity has appiopnale authority to ensure the provision of adequate veterinary care and to oversee the adequacy ot other aspects ut 
animat care and use. 


CERTIFICATION BY IlEADQU ARTKS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the above is true, correct, and complete (7 U S C Section 2143) 

^inNATiiRP np r' P n rvo lucTiTiiTir^KiAi ncpiriAi 1 •.t ^ ^ .. 


DATE SIGNED 





i AUG 91} 



This report is required by law (7 USC 2143) Failure to reporraccording to the regulation 
result in an order to cease and desist and to be subject to penalties as provided tor in Se 

s can See reverse side (or 

ction 2150. additional intormation 

Interagency Report Control h 
0180-DOA-AN 1 


rr 

UNITED STATES DEPARTMENT OF AGRICUCTURB 

ANIMAL AND PLANT HEALTH INSPECTION SER\/ICE.; 

^ 0/. 

: o 

ANNUAL REPORT OF RESEARCH FACILITY- ^ 

(TYPE OR PRINT) *•, 

1. REGISTRATION NO. | 

— ^i^^5^-R-0058. CustldR91S 

2. HEADOUAR 

include Zip C \ \ 

\ bild animal hospital 

; ' 2500 NW 79TH ST. 

MIAMI, FL 33147 

FORM APPROVED 

1 OMB NO 0579 0036 

>Hh USDA. 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, lesting, leaching, or experimentation, or held lor these purposes. Attach additional 

sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


Bild Animal Hospital 
2500 NW 70 StroGt 

Miami, Florida 33147-4932 




A 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 

animals being 
bred. 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C Number ot 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
lranquili 2 »ng drugs were 
used 

E. Number ol animals upon which teaching, 
experiments, research, surgery or tests were 
conducled involving accompanying pain or distress 
to the animals and lor which the use ol appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely aflecled the procedures, results, or 
interpretation ol the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to th/s report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cals 

0 





6. Guinea Pigs 

0 





7. Hamsters 

0 





8. Rabbils 

0 





9. Non-human Pnmales 

0 





10. Sheep 

0 





11. Pias 

0 





12. Other Farm Animals 

0 











13. Other Animals 

0 
























I ASSURANCE STATEMENTS 


1) Protessionally acceptable standards governing the care, treatment, and use of animals, including approriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and lollowing actuaf research, leaching, testing, surgery, or expenrnentalion were lollowed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures 


3). This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Commtiiee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC approved exceptions, this summary includes a brief explanation ot the exceptions, as well as the species and number of animals affected 


4) The attending veterinarian lor Itiis research lacilily has appropiiale authority to ensure the provision of adequate veterinary care and to oversee the adequacy ol other aspects ol 
animat care and use. 


CEimKICA’I'lON BY IIEADQU ARTES RESEARCH EACII.ITY OKFICIAI. 

(Chief Executive Officer or l.cgally Responsible Institutional Official) 

1 fierlity that Ihe above is Irne, correci, and complete (7 U S C Soclion 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C F n OR INSTiTIlTlOKiA. ORFIOIAI ... , 

^rmt) 

DATE SIGNED 









(AUG yi ) 


This reporl is required by law (7 USC 2143) Failure to report according to the regulations can 
result m an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side lor 
additional information 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. | 

FORM APPROVED 

OMBNO n579 0036 

2 . HEADOUAR1 58-R-0103, Cust Id 8214 
include Zip C | 1 

SCHOOL OF NAT S HEALTH SCIENCE 

ith USDA, 

11300 NE SECOND AVE 

MIAMI SHORES, FL 33161 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1“^ -- W t-. I rw I ) 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINTI. 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


Barry University 


11300 NE 2nd Ave., Weigand #238-239 
Miami Shores^ FL 33161-6695 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH aJniiimny^^hoets^iniecf^^ 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ol 
animals being 
bred. 

conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ol pain- 
refieving drugs. 

D Number of animats upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Ifie animals 
and lor which appropriate 
anesthelic. analgesic, or 
Iranquilizing drugs were 
used 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests (An explanation ol 
the procedures producing pam or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

0 

0 

0 

0 

0 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

0 

0 

0 

0 

7. Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

0 

0 

0 

0 

0 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pias 

0 

0 

0 

0 

0 

12. Other Farm Animals 

0 

0 

0 

0 

0 







1 3. Other Animals 

0 

0 

0 

0 

0 




















I ASSURANCE STATEMENTS 


1) PruiessionaMy acceptable standards governing the care, treatment, and use ol animals, including approriale use of anesthetic, analgesic, and tranquiliiring drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) . Each principal investigator has considered alternatives to painlul procedures 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Inshtutional Animat Care and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to identifying the lACUC-appioved exceptions, this summary includes a brief explanalion ol the exceptions, as well as the species and number of animals affected 

4) The aitonding veterinarian tor this research facility has appiupriale authority to ensure the provision ol adequate veterinary care and to oversee the adequacy of other aspects of 
animat care and use 


CKIlTIFICATiON BY IIEADQU AKTKS KESCAKCll KACIUTY OPKICIAI. 

(Chier Executive OrHcer or Legally Responsible Institutional On'iciat) 

1 cerlity that Ifie above is true, correct, and complete (7 U S C S<‘<;lion 2143) 



DATE SIGNED 

9-21-00 




APHIS FORM 7023 .... v , ‘ fiRM if. 2 .'; lOC.I mh, ,i, i 

, AUG 9’. I 


AW redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Th»s reporrts^equ«fedbyldwrnjSCTT43)^^diTiKetOTepoMdCcordingi(rnicfegulaTiOi»scan 

result m an order to cease and desist and lo be subteci to penattres as provided lor in Section <^150. 


S»ee reverse side lor 
additional inlormation. 


Inlerayency Kepoil C^nHoi No 
OtttOOOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

58-R-0109. Oust (d 650 


FORM APPROVED 

«S79-0036 i 



t^fth USUA, 


MIAMI CHILDREN’S HOSPITAL 

GEORGE E BATCHELOR RESEARCH AND ACADEMIC 

3196 SW62NDAVE 

MIAMI. FL 33155 ^ 


BtC 


3. reporting FACILITY (List alt local ions wliere animals were housed oi used in acluai research, lest tug. teaching, or experimental loii. or held lor these purposes. Attach additional 
sheets 1 1 necessary.) 


FACILITY LOCATIONS ^S<fes> 


3/U Ir'L- 


IrEPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY MWach adnhUnnul shoefs it necessarv or use APHIS FORM 7023A,) 


A. 

Animals Covered 
. By The Animal 

Weilare Regulations 

B. Numbei ol 
animals being 
bred, 

corKjitioned. or 
held lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lot such 
purF>oses. 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain* 
relieving drugs. 

0 Number ul animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo the animals 
and lor which appropriate 
anesthetic, analgesic, or 
lranquili 2 ing drugs were 
used 

E. Numbei ol animals upon which leaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo the animals and tor which the use ol appropriate 
anesthetic, analgesic, or iranquili 2 ing drugs would 
have adversely altecled the procedures, results, or 
interpretation ol the teaching, research, 
experiments, surgery, or tests. fAn exp/anation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C ♦ 

D ♦ E) 

4. Dogs 

i 





\p^ 

5. Cats 

No\r\^ 





6. Guinea Pigs 

h 





0 

7. Hamsters 







8. Rabbits 

4 






9. Non-human Primates 






10. Sheep 

4'6>^ 





'• 11 . Pias 



a. __ 


a 

12. Other Farm Animals 












13. Other Animals 

f 





0 




















ASSURANCE STATEMENTS 


1) Prolesstonaliy acceptable standards governing the care, Irealmerit. arul use ot animals, including approriale use ol anesthetic, analgesic, and tranquili/ing drugs, prior to, during, 
and lollowmg acluai research, leaching, testing, surgery, or expermientation were loHowed by this research lacility. 

2) Each principal invesligalor has considered alternatives to painlul procedures 

3) Tins lacilily is adhering to the standards and rcgulatioiis under the Act, and it has reriuired thal exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the insiitiiiKinal Anmtal Cate and Use Committee (lACUC) A summary of all such exceptions is attached to this annual report. In 
addition to idenlilying the tACUC- approved exceptions, this summary includes a brtel explanation ol the exceptions, as well as the species and numbei oi animals allected 

4) The attending veleriuarian lor this research tacilily has appiupriale authority to ensure the provision of adequate veterinary care and lo oversee the adequacy ol other aspocis of 
animat care and use 

CKKTIFICATION HY IIEADQUAKTKS HKSEARCH KACIMTY OFFICIAL 
(Chier Executive Orficeror Lc^'ally Kcspunsibic Institutional Onicial) 

I certify that the above is true, corriH.!, and complete <7 U S C Section 2143) 


SIGNATURE OF C.E.O. OR INSTI 


DATE SIGNED 




W 


APHIS FORM 7023 
(AUG 91) 


OrHM in-23 lOC' ttB} is orjbulifif i 



This reporl is required by law (7 USC 2143) Failure (o repori according lo the regulations can 
result in an order lo cease and desist and lo be subject lo penalties as provided for in Section 2150 


See reverse side lor 
additional inlormalion. 


Interagency Report Control No 
0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE / 

ANIMAL AND PLANT HEALTH INSPECTION SERVlCE<~' ; 

ANNUAL REPORT OF RESEARCR FACILITV? p ‘ 

(TYPE OR PRINT) ' ' ^ ^ 

1. REGISTRATION NO. I FORM APPROVED 

1 0M8N0 0579 0036 

2. HEADOUA 58-R.0118, Custld976 wiIhUSDA. 

include Zif: 

1 

TOXIN TECHNOLOGY, INC. 

^ , , 7165 CURTISS AVE. 

SARASOTA. EL 34231 

3. REPORTING FACILITV (List all locations wfiere animals were housed or used in acloal research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary ) % 

FACILITY LOCATIONS (Sites) 

A/o e AS ^2^ A 

yy c/ A jty — 




REPORT OF ANIMUS USED BY OR UNDKR CONTROL OF RESEARCH FACILITY (Anach aduHUonal sheets if necessary or use APHIS FORM r0?3A.) ' 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ol 
animals being 
bred, 

conditioned, or 
held lor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C Number ot 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ot animals upon 
which experimenis, 
leaching, research, 
surgery, or lesis were 
conducted involving 
accompanying pain or 
distress to the animals 
and lor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number ol animals upon which leaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this report/ 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pios 






12. Other Farm Animats 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1) Prolessionaiiy acceptable standards governing the care, treatment, and use of animals, including approriate use ol anesthetic, analgesic, and tranquilizmg drugs, prior to, during, 
and following actual research, leaching, testing, surgery, or eKperimentatiori were loltowed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures 

3) This facility is adhering to the standards and rcgulaliuns under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
prin(;ipai investigalor and approved by the Instil utioiial Animal Care and Use Coinmiliee (lACUC) A summary of all such exceptions is attached to this annual report, in 
addition lo identifying the tACUC-approved except tons, this summary includes a briel explanalion of I he exceptions, as well as the species and number of animats affected 


4) The atiundiny veterinarian tor itiis research facility has appiupiiale aulhurily lo ensure the provision ol adequate veterinary care and to oversee the adequacy of other aspects ot 
animal care and use. 



APHIS FORM 7023 '-i, pi..' v. -OHM ih ■ ir,,;! nH-, r, . 

i AUG 01 ) 


This report is required by law (7 USC 2143) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided lor in Section 2150 


See revern side lor 
addiliona lulormation. 


Interagency Report Control No 
0180-DOAAN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 3 . 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. | 

FORM APPROVED / 

1 OMB NO 0579-0036 

2. HEADQUAI 58-R-0120. Cust Id 1000 

include Zip | 1 

ORHS HEALTH SCIENCES CENTER 
1414KUHLAVE., MP.47 

ORLANDO, FL 32806 

with USDA 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimeni alion, or held lor these purposes. Attach additional 
sheets if necessary ) 


FACILITY LOCATIONS (Sites) 


Loch r.ooft 


Dfkncb.rL ^Z60(b 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach aitiditinnal sheets il necessary or use APHiS FORM r023A.) 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B Nurrrber of 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or • 
surgery but not 
yet used for such 
purposes. 

C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use ot pain* 
relieving drugs. 

0 Number of anirnafs upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
lranquili 2 ing drugs were 
used 

E. Numbei of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and tor which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely allecled the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANtMALs 

(Cols. C + 

D + E) 

4. Dogs 

o 

0 

. Q 

O 1 

O 

5. Cats 

o 

0 

o 

o 

o 

6. Guinea Pigs 

o 

o 

o 

o 

c 

7. Hamsters 

o 

o 

o 

o 

o 

8. Rabbits 

o 



o 

■A 

9. Non-human Primates 

o 

0 

O 

o 

D 

10. 

0 

o 

5 

_ Q 

.5.. 

' 11. Pias 

o 

0 

AS 

o 

SB 

12. Other Farm Animals 

Q 

o 

.. Q . 

o 






6 

o 

13. Other Animals 

O 

Q __ 

0 

_ _ Q 

o 




















ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, arrd use ot animals, including approriate use ol anesthetic, analgesic, and (ranquiliztng drugs, prior to, during, 
and tollowing actual research, leaching, testing, surgery, or experiment at ion were lollowed by this research lacilily 

2) Eact) principal mvesligator has considered alternatives to painful procedures 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards enid regulations be spectlied and explained by the 
principal investigator and approved by the Institiilional Animal Care and Use Committee (lACUC) A summary of ait such exceptions is attached to this annual report, tn 
addition to idenlityirig the lACUC-appruved exceptions, this suirtinary includes a brief explanation ot the exceptions, as well as the species and numbei ot animats allecled. 

4) Tlie attending veterinarian tor tins research facility has appropriate authority to ensure the provision ol adequate veterinary ( are and to oversee the adequacy u1 other aspects of 
animat care and use 



{ AUC 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


This report is required by Jaw (7 L»SC 2143) Failure lo report according to the regulations can 
resull in an order lo cease and desist and lo be subject lo penalties as provided for in Section 2150. 
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ANNUAL REPORT OF RESEARCH FACILITY 
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d with USDA, 


DUMOND CONSERVANCy FOR PRIMATES & TROPIC 
P 0 BOX 246 
MIAMI, FL 33170 
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3. REPORTING FACILITY (List all locations wtiere animals were housed or used in aclual research, testing, leaching, or experimentation, or held lor these purposes. Attach additional 
sheets it necessary ) 


FACILITY LOCATIONS (Sites) 




1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets il nei 

cessary or use APHIS FORM 7022A.} 


A 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ot 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes 

C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo ihe animals 
and for which appropriate 
anesthetic, analgesic, or 
Iraiiquilizing drugs were 
used 

E. Number ot animals upon which leaching. 

experiments, research, surgery or tesis were 
conducted involving accompanying pain or distress 
lo the animals and lor which the use ol appropriate 
anesthetic, analgesic, or Iranquih^ing drugs would 
have adversely allected the procedures, results, or 
interpretation of Ihe leaching, research, 
experiments, surgery, or lests (An explanation of 
the procedures producing pain or distress in these 
animals and ihe reasons such drugs were not used 
must be attached to this report/ 

F. 

TOTAL NO 

OF animals 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 


7- 
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•7 

10. Sheep 






11. Pias 






12. Other Farm Animals 












13. Other Animals 
























1 assurance STATEMENTS 


t) Protessionally acceptable standards governing the care, treatment, and use of animals, including appronate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and lollowing actual research, leaching, testing, surgery, or expenmentalioii were lollowed by this research facility. 


2) Each principaf investigator has considered afterriafives to painfuf procedures 

3) This tacility is adtienng to the standards and regulalions under the Act, and it has rer^uired that exceptions lo the standards and regulations be specified and explained by the 
principal investigator and approved by the InsIMtiliunai Animal Care and Use CommiMee (lACUC) A summary of all such exceptions is attached to this annual report, tn 
addition to identifying the lACUC approved exceptions, this summary includes a briel explanation ol the exceptions, as well as the species and number of animals allected 

4) Ttie attending veterinarian lor this research lacilily has apjiiopnate aulhoriiy to ensure the provision ol adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animat care and use 


CEUTIFICATION BY IIKADQU AHTHS RESEARCH FACILITY OFFICIAL 
(ChierExcculivc Officer or Legally Responsible Inslilulional Orficial) 

1 certily ifia! Ihe above is tme, c.orrecl. and complete (7 U S C Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I mamf a titi f rtp r p n rYo ifjcTiTiiTiniJAi n^mriAi 
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DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


See attached form for 
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UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE . . 

DEC 14 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


onr 


1 . CERTIFICATE NUMBER: 58-R-0124 
' CUSTOMER NUMBER: 1742 


c 




Kel Farm 
Kel Farm 

10308 N,W. 161st Street 
Alachua, FL 32615 

Telephone: (904) -462-2286 


FORM APPROVei 
0MB NO. 0579-0036 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets If necessarv or use APHIS Form 7023A \ \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 

' surgery but not ye 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals 
upon which 

experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
! and for which 

appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

— 1 

4. Dogs j 
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5. Cats 

1 





6. Guinea Pigs 


1 

i\ 



7. Hamsters 



! \ 



8. Rabbits 


J 




9. Non-human Primate 





1 ■ 

10. Sheep 
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• ^ 

11. Pigs 
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! 

12. Other Fanm Animals 










Xr — 
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13. Other Animals 
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__ 

=? <5 ■ Tj \ ^ 

Vt. . \ 

! r 




X ^ ^ \ 

^ - 

1 
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c.— 

1“ ■■■' 





i 

1 

X 


1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 
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ANNUAL REPORT OF RESEARCH FACILITY 
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Brevard Community College ^ 

Brevard Community Cofleg© 

1519 Cleariake Road 

Cocoa. FL 32922 


Telephone: (321) ^2-1111 
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RFPORT OF animals USFO BV OR tINPgR COK 


A, 


Animals Covered 
By The Anfmai 
Wsifare Regulations 


4. Dogs 

5. C9ts 


6. GiinaaPfgs 


7. Hamstom 


8. Rabbits 


9. Non-human Prtmater 


10. Sheep 

11. Plgft 


1Z Olhcf Farm Animals 

dCKttJe^-— 

13. 

^14m£. 


B. 


Number of 
enlmals being 
bred, 

coridlUoned, or 
hold for tnw in 
teaching, 
noting, 
experiments, 
research, or 
surgery bui not yt 


Nunterof 
sniinslsupon 
which teaching. 

mesTtii, 

espertments. or 
testa were 
conducted 
irtvdwing no 
path. dlstrsa&. or 
use of psln- 
reCaving drugs. 


30- 

J3J 


-Aw 
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JO 


S.. 
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JO. 


D. 


Number of enlmals 
upon which 
experiments, teaching, 
rawerch. surgery, or 
^BSta ¥rere conduaod 
Involving 

accompanying pain or 
dtelmsS to the animals 
and for which 
appropriate aneethetic, • 


- *?- 


Number of aNmate upon which teaching, 
oxpadmants. mwaf<h. aurgory or tests ware 
conducted iowilwirtg accompanying pain or d»tre» 
lo the enlmale and for i*hich the uee of eppmpdala 
aneamedc, analgesic, ortranqv^lbirtg drugs wo(^d 
have advorsNy affacled the procodurwfi. results, or 
Interpretatioh of the loaching. research, esparimenta. 
sorttery, or leaia. ( An Mplanadon of the pfocodurw 
producing pain or distress In those anirnals and the 
ropscvia such drugs wera not used must be ettariied to 
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total NUMBER 
OFANIMnlS 
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I assurance mTEMENTS 


1) Prpfasalonalty acceptable standards govertling the care. treatmenL artd usa of animals, including appreprtaie use of onestehc, anatgesic, and tranqunizbig dru^, prior to. during, and foilowing 
actual resaaich. teaching, (vdng, surgery, or axparimantalion were foikswed by thb research fadMy. 

2} Each principsi investigstor has considenpd altamatiwea io painful procedures. 

3) This fadWy to adhering to the standards and regulations under the Act, and It has required lhai exceptions to the alandards and regulations be specified and explained by the principal 

inwosiigBlor and appreved by the bisUiulional Animal Care and Uso Comminae (IaCuC). A sunwuuy of aH such exceptions Is aftaehed to this annuaf report, in addition lo Identifying the 
lACuC-approved ercepfiana, thto summary includes a brief explanation of the oxpoptlons, as wsH as the spedas ar^ numbw- of animala affeeXed. 

a) The ettanding vaterfoadan for ihb researrih fadlily has agpropriato authority to anaure the proMskn of adequate veterinary care and to oversM the adequacy c/ other aspects of animal care and 


CGRTlRCATtON BY HEAEX3UARTHR3 RESEARCH FACILITY OFRClAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 
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1. REGISTRATION NO. | 
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ANNUAL REPORT OF RESEARCH FACILITY 

('TypE OR pr/nt; 

EVERGLADES WILDLIFE SANCTUARY 

P.O. BOX 201 

DANIA, FL 33004 

1 3. REPORTING FACILITY <Lisl all localions wfiere animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these 

1 sheets il necessary ) 

purposes. Allach additional 


FACILITY LOCATIONS (Sites) 


F R J 




A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number ot 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, lesting, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 

C Number ot 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ol animals upon 
which experimenis, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used 

E. Number ol animals upon which leaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
lo Ihe animals and tor which Ihe use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely altected the procedures, results, or 
interpretation ot the leaching, research, 
experiments, surgery, or tests (An exptanation ol 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 
must be attached to this reports 
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TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 ^ E) 
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5. Cals 
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8. Rabbits 
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9. Non-human Primates 







10. Sheep 







11. Pios 
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77 

12. Other Farm Animals 
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13. Other Animals 
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ASSURANCE STATEMENTS 


1) Prolessionaliy acceptable standards governing the care, treatment, and use of animals, including approriale use of anesthetic, analgesic, and tranquiiizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experrrnentalron were followed by this research facility. 

2) Each principal investigator has considered alternalives to paintui procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specttied and expiained by the 
principal investigator and approved by the Institutional Animal Care and Use Cummitiee (lACUC) A summary of all such eKceptions is attached to this annual report. In 
addition to idenlilying the lACUC approvod exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number ot animals attecled 

4) The at tending veterinarian tor Itus reseaich tacilily has appropriate authority to ensure the provision ot adequate veterinary cure and to oversee the adequacy ol other aspects of 
animal care and use 


CEKTIFICATION HY llEADQU AKTES RESEAHCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Ofricial) 

I c:ertily lhat (lie above is true, correct, and complete (7 U S C Section 2143) 


DATE SIGNED 
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result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 
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ifh USDA. 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


LOWER PRIMATE CONSERVATION FOUNDATION 

PO BOX 249 

MYAKKA CITY, FL 34251 


3. REPORTING FACILITY (List all locations wtiere animals were housed or used m actual research, testing, teaching, or experimentation, or held tor these purposes. Attach additional 
sheets if necessary ) 

FACILITY LOCATIONS (Sites) 




I REPORT OF ANIMALS USED BY OR UNDER CONTROL QF^SE^CH^^(3IUTVWAffach^(hdrfmna/^heets^^M)e^^ 


A. 

Animals Covered 

8y The Animal 

Welfare Regulalions 

B Number ol 
animals being 
bred, 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used tor such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D Number ol animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Itie animats 
and lor which appropriate 
anesfhelic, analgesic, or 
Iranquilizing drugs were 
used 

E. Number of animals upon which leaching. 

experiments, research, surgery or tests were 
conducted invotvmg accompanying pain or distress 
to the animals and lor which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures procfucing pain or distress in these 
animals and the reasons such drugs were not used 
n\ust be attached to this report). 
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TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D -F E> 
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6. Guinea Pigs 






7. Hamsters 
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10. Sheep 
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I ASSURANCE STATEMENTS 


1) Prolessionally acceptable standards governing the care, treatment, and use of animals, including approriale use of anesthetic, analgesic, and tranquill.^ing drugs, prior to, during, 
and tollowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures 


3) This facility is adhering to the standards and regulations under the Act, and it tias rerjuired that exceptions to the standards and regulations be specified and explained by the 
principal investigalor and approved by the institutional Animal Care and Use Committee (lACUCI A summary of all such exceptions is attached to this annual report. In 
addition to ideniitying the lACUC approvcd exceptions, this summary includes a brief explanalion ol itie exceptions, as welt as Itie species and number of animals affected 


4J The attending veleriitarian lor lliis research tacilily has apjiiupriale authority to ensure the provision ul adequate veterinary care and to oversee the adequacy ol other aspects of 
animal care and use 


CKRTIFICATION BY IIKADQIJARTKS RESEARCH FACIl.lTY OFKICIAE 
(Chief Executive Officer or Legally Responsible Institutional Ufficial) 

I /-urtilM th.,t lt.» i. I.I.U i rvl.> t u / 7 I I C r ■ « ir... 9 1 a *3 k 


DATE SIGNED 


AK/fifCj rUAfVI /U4'J 

' I AUG 91) 


'O . -v, V j t ( )HM .'3 f- )L,1 Af.n jt i,‘., .jrr.wKrtf t 



All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


repofi IS required by law (7 USC 2143) Failure to report according to the regulations 
in an order to cease and desist and to be subject to penalties as provided for »n Seclion 21 


UNITED STATES DEPARTMENT OF AGRICULTURE 
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Interagency Report Cc^rol No 
0180-DOA-AN 
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ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3. REPORTING FACILITY (List all locations wtiere animals were housed or used in actual research, testing, 
sheets il necessary ) 

FACILITY LOCATIONS (Sifes) 


CROTALUS, INC 
2777 PONTIAC LOOP 
COTTONDALE, FL 32431 


leaching, or experimentation, or held lor these purposes Attach addilional 


U, I I oo 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adiditional sheets if necessary or use APHIS FOF^7023A)^ 

^ y*i iirw^n u/hir*h 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
animals being 
bred. 

conditioned, or 
held tor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

Number ul animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquili^ing drugs were 
used 

E. Number of animals upon which leaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or Iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 
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10. Sheep 
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13. Other Animals 
























I ASSURANCE STATEMENTS 





1 ) Pfolessionally acceptable standards governing the care, treatment, and use ol animals, including approriate use of arresihelic. analgesic, and Iranquiti,^ing drugs, prior to. durirrg, 
and lollowirtg actual research, teaching, testing, surgery, or experimentation were tollowed by this research facility. 


2) Each priiicipat investigator has considered allernotives to painlul procedures 

3) This lacility is adhering to the standards and regulaNons under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the insHtiilional Animal Care and Use Coinmillee (lACUC) A summary ol all such exceptions is attached to this annual report. In 
addition lo identifying the lACUC approved exceptions, this summary includes a brief explanation ol the exceptions, as well as the species and number ol animals affected 

4) Ttic alt ending veterinarian lor tins research facility has appiopriale authority lo ensure the provision of adequate veterinary care and lo oversee the adequacy ol other aspects ol 
animal care and use 


CERTIFICATION HY UEADQU ARTES RESEARCH KACIEITY OFFICIAL 
(ChierExecutivc Officer or l..egally Responsible Institutional Official) 

I certify that the above is I rim. correcl. and complete (7 U S C Sef:lion 2143) 
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MOUNT SINAI MEDICAL CENTER 



MOUNT SINAI MEDICAL CBfTER 

4300 ALTON RD. 

MIAMI BEACH, FL 33140 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


3, REPORTING FACILITY (Lisi all local Ions wliere animals were housed or used in actual research. Testing, teaching, or experimental ion, or held lor these purposes. Attach additional 
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FACILITY LOCATIONS (Site^) 


Mount Sinai Medical Center 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF I^S^RCH^ACILITYjAAfachadfUi/rnnaTs/u^^ 


A. 

Animals Covered 

By The Animat 

Welfare Regulations 

a. Number of 

animals being 
bred, 

conditioned, or 
held lor use in 
leaching, tesling, 
experiments, 
research, or 
surgery but not 
yet us^ lor such 
purposes. 

C Number ol 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, disi ress, or 
use ol pain* 
relieving drugs. 

D- Number ul animats upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo ihe animals 
and for which appropriaie 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E- Numbei ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which ihe use ol appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely aflecied the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An expianation ol 
the procedures producing pain or diatreas in theam 
animata and the reaaona such drugs were no/ used 
niusf be attached to thia report). 

F. 

TOTAL NO. 

OF ANIMALS 

<CoU. C ♦ 

D ♦ E) 

4. Dogs 

-0- 

-0- 

-0- 

—0— 

-0- 

5. Cats 

— 0““ 


-0- 

-0- 

-0- 

6. Guinea Pigs 

—0— 

—0— 

-0- 

— 0*“ 

-0- 

7. Hamsters 

— 0— 

-0- 

-0- 

-0— 

-0- 

8. Rabbits 


-0- 

- 



9. Non-human Primates 

-0- 

-0- 

-0- 

-0- 

—0*-* 

10. Sheep 

-0- 

-0- 

72 

1 

73 

11. Pios 


-0- 

68 

46 - 

68 

12. Other Farm Animals 

—0“ 

-0- 

-0- 

-0- 

-0- 







13. Other Animals 

-0- 

—0— 

-0-' 

-0- 

-0- 




















I ASSURANCE STATEMENTS 


1) Pfolessionally accepiable standards governirvg the care, ireatrneni, and use ol animals, including approriaie use ol anesthetic, analgesic, and tranquili/ing drugs, prior to, durirrg, 
and lollowing actual research, teaching, lesling, surgery, or experimentation were lotiowed by Ihts research tacitity. 


2]. Each principal invest iga I or has considered alternatives to painlul procedures 


3). This taciirly is adhering to I he siartdards and regulaiions under the Act, and it has required that exceptions to the standards and regulations be specified and explanied by the 
principal ir>vestiyalur and approved by the Inslihiiional Animal Care and Use Coinmiriee OACUCI A summary of all such exceptions Is attached to this annual report. In 
addriion ro identilyrng the lACUC-ap proved exceptions, this summary includes a briel explanation of the excepiions, as well as the species and number ol animals allected. 

4> The attending veleriitarian lor this research laciiiiy has ap^xopriaie aulhodiy lo ensure the provision ol adequale veterinary care arid to oversee I he adequacy ol other aspects ol 
animal care and use. 


CEKTIFICATION BY IIEADQUAKTKS RRSCAHCll FACILITY OFFICIAL 
(Chief Executive Officer or Legally Kesponsiblc Institutional OfTicial) 

I certrly I hat I he above is Iriie, correct, and complete <7 U $ C Ser:lion ?143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or PnnO 


DATE SIGNED 


///^^/co 




APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (OCT 88). w^lCll is Pbsa(u(e ) 




Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is nsi an ofBcial form 
and its use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are 
not required as part of an explanation. A Column E explanation must be written so as to be 
understood by lay persons as well as scientists. 


1. Registration Number: 58-R-005 

2. Number ][ of animals used in this study. 

3. Species (common namel Sheep ^of animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

Sheep #1961 was used in a protocol entitled “Healing of Femoral Cortical Windows". The 
object of the protocol was to determine if bone chips mixed with cement would heal in the 
defect “window” made in the femoral bone which is the standard procedure used for patients 
who have a total hip prosthesis that must be removed. In order to determine how the defect 
heals and the fate of the bone fragments in this healing process, the animals was anesthetized 
and surgery performed to establish the “window” and then repack it using the bone chips and 
cement. Following surgery, the animal was allowed to recover and was to be observed for up 
to 8 weeks. During this time, the animal received post op analgesics (turbogesic). A 
successful operation would have the animal fully bearing weight on the surgically repaired 
leg within I week. 

5. Provide scientific justification why pain and/or distress could not be 
relieved. State methods or means used to determine that pain and/or distress 
relief would interfere with test results. (For Federally mandated testing, see 
question 6 below) 

After the 1-week time period, the animal was not able to fully bear weight on the surgically 
repaired limb. Since the goal of the study was to determine if the healing process would occur 
normally, an assessment of the longevity of this dysfunction needed to be obtained under 
“normal” conditions. An additional 2-weeks of observation ensued to determine if healing 
would occur. The animal was maintained on analgesic medication during this period, but still 
was unable to bear weight on the limb. After the third week post-op, it was determined that 
the graft had not properly healed and the animal was euthanized. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): 


CFR 


Agenc y ^one 




Tf s rtjixxl !S fequired by iJW (7 USC FjHure 1 i> rtfpiwi jf.iJuTLlKiy hj Itn? fccjululionb cdi^ Shl* fe^/cr&c tiJrtC lor i " ■10 oy 

reiuM jn dfi order lo cejsi.* ond dei>isi dud lo be subject 10 penaltieb on provided (or in Secbon ^ISO addiliuridl inlormalion ^ 0 (bO-OOA Afj 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

t. REGJSTRATfON NO. | 

FORM APPROV^ \ 

0MB NO osTQ oaae " 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADOUABT 58-R^015, Cust Id 930 
incfude Zip O 

I n 

UNIVERSITY OF SOUTH FLORIDA 

12901 BRUCE B. DOVWS BLVD. 

MDC20 

TAMPA. FL 33612 

th USDA, 

3. REPORTING FACILITY (List all locations wlieie animals were housed or used In actual research, testing, leaching, or experimeritation, or held tor these purposes. Attach additional 

sheets il necessary.) 

FACILITY LOCATIONS (SUe$) 


College of Public Health, Site 002 

J.A.- Haley V.A* Hospital, Site 

004 

H. Lee Moffitt Cancer Center & Res. Inst., Si 

:e 003 All Children's Hospital, 

Site 005 


1 REPORT OF ANIMALS USED DV Of 

UNDER CONTROL Of 

RESEARCH FACfLITV 

(Attach attiUiUonui shoots it ne 

cessery or use APW/S FORM 7Q22K) ' 

A. 

Animals Covered 

By The Animal 

Wetlare Regulations 

B. Number of 

animals being 
bred, 

conditioned, or 
held lor use in 
leaching, testing, 
experimenis, 
research, or 
surgery but nol 
yet used lor such 
purposes. 

C Number of 
animals upon 
which teaching, 
research, 
experimenis. o< 
tests were 
conducted 
involving no 
pain, disiress, or 
use ol pam- 
relieving drugs. 

D- Number ol animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanynrg pain or 
distress to the animals 
and lor whtch appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used 

E. Number of animals upon which leaching, 

experimenis, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and lor which Ihe use of appropriate 
arteslheiic, analgesic, or Iranquilizing drugs would 
have adversely aflecied Ihe procedures, results, or 
interpretation of Ihe leaching, research, 
experiments, surgery, or tests. (An OAfitanmiion of 
fhe ptocodotos producing pain or distress in those 
animals and the reasons such drugs wore not used 
must be attached to this report)- 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D ♦ E) 

4. Dogs 


14 

11 ' 

0 

41 

5. Cats 


0 

70 

0 

70 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


0 

64 

18 

82 

9. Non-human Primates 


0 

47 

0 

47 

10. Sheep 






11. PiQS 


16 

196 

0 

212 

12. Other Farm Animats 






Goats 


5 

0 

0 

5 

13. Oltier Animals 

























[ ASSURANCE STATEMENTS 


1) Protessiooally aoceplable standards governing I he care, treaimeni, and use ol animats, including approriale use ol anesthetic, analgesic, and tranquiliztng drugs, prior lo, during, 
and loJIowirvg actual research, leachmg. testing, surgery, or experimentation were lollowed by this research lactlily. 

21 Each principal investigator has considered alter natives 10 painlul procedures 

3> This tacitity is adhering to the slaridards and regulations under the Act. and it has required that exceptions to the standards and reguldlions be specilied and explained by the 
principal investigator and approvcrd by the Inslituliunal Animal Care and Use Cummiitee (lACUCl A summary ol all such exceplions Is attached to this annual report. In 
addilion lo idenlifying Ihe 1 A CUC -approved exceptions, this summary includes a brief explanation of Ihe exceptions, as well as Ihe species arid rrumber of animals aflecied. 


4 } The a I lending veierinariaii lur this research taciiiiy has appropriate authority to ensure Ihe provision uf adequate veterinary care and to oversee Ihe adequacy ol other aspects ol 
animal care and use. 


CERTIFICATION BY IlEADQUAKTES RF.SEAKCII FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 f:erttly lhal liie abnve is true. corroLl. attd cumplete <7 U S C Snrilinn 2143) 

SIGNA1 

^ y 



NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL Ovpe or Print) 

DATE SIGNED 

APHIJ 

(- 

. whirl) IS obsoluie ) 




Attachment to APHIS form 7023 for the University of South Florida. 2000 


As required by Section 13 of the Animal Welfare Act and further explained in 9 CFR Part 2, 
Section 2.36, the University of South Florida submits an annual report (APHIS from 7023) to the 
Animal Care Regional Director, and fully explains in statements attached to this form any entries 
made in Column E. 

In the 1999-2000 annual report for this institution, 18 rabbits are listed under Column E. These 
animals represent two separate protocol(s). 

Twelve rabbits were used in evaluations of the pharmacologic prevention and therapy of 
cardiomyopathy, which develops as a complication in some pediatric cancer patients treated 
with the chemotherapeutic drug doxorubicin. When administered to patients, doxorubicin is 
known to cause a reduction in their food intake. Similarily, rabbits treated with doxorubicin lose 
their appetite for milled chow. During this interval of anorexia, doxorubicin treatments are 
suspended, rabbits are fed 100 grams of fresh greens such as kale, regularly consume 25-75 
grams of milled chow each day, and maintain their body weights. Pair-fed control rabbits that 
are not administered doxorubicin experience similar intervals of restricted food offering, but also 
do not lose weight. All twelve rabbits involved in this investigation are reported in Column E 
because this period of restricted food intake could occur as part of this protocol. 

Six rabbits were used In evaluations of therapy influences on ischemic paraplegia. These 
studies contributed to an understanding of optimal therapeutic approaches for spinal cord 
ischemia, injury, paresis and paralysis. All six rabbits involved in this investigation are reported 
in Column E because the general discomfort associated with progressive paresis and/or 
paralysis cannot always be anticipated or thoroughly alleviated, hence the opportunity for 
discomfort existed as part of this protocol. 


g:200175 



This »epOfl IS lequi^ed by low (7 USC PoMor^* to reporl jccofclmy to the /eouiulions con 

result m an otgief to cgosc onil Oesisl ontJ to be sub|ecl to peoutiies as provided lor m Sectioii 2150 


See reverse swlc lor inhMtjyency Reporl Conlrut No 

additional tolormaiion OlttO-OOA-AN^r^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
% , ■ w* • AN'.MAL AND PLANT HEALTH INSPECTION SERVICE 

t. REGISTRATION NO. I FORM APPROVED 

1 OMB NO 0579-0036 

ORIGINAL 

2. HEADOU Cust Id 872 d with USDA, 

include Z | 1 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

UNIVERSITY OF MIAMI 

UNIVERSITY OF MIAMI SCHOOL OF MEDICINE 

P.O. BOX 016960 

MIAMI, FL 33101 

3. REPORTING FACILITY <Lisl all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held lor these purposes. Attach additional 
sheets it necessary.) 


FACILITY LOCATIONS fSr/es; 


See attached 


I report of animals used by or under control of research facility fAttach at/id«Mifia/ shvets il necsasary or use APHiS FORM 7023A.; 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number ol 
animals being 
bred. 

conditioned, or 
held lor use in 
teaching, iesliiig. 
experiments, 
research, or 
surgery but not 
yet used lor such 
purposes. 

C Number of 
animats upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

U- Number ul animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which leaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation at 
the procedures producing pain or distress rn these 
animals and the reasons such drugs were not used 
must be attached to this report). 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C 

D ♦ E) 

4. Dogs 

19 


18 


18 

5. Cats 



12 


12 

6. Guinea Pips 

45 

17 

17 

9 

43 

7. Hamsters 






8. Rabbits 

41 

1 

314 

1 

316 

9. Non-human Primates 

1419 


38 


38 

10. Sheep 






11 . Pios 

22 


463 


463 

1 2. Other Farm Animals 






goats 



82 


82 

13. Other Animals 






ferrets 



12 


12 

Wild mice 


400 



400 

Wild birds 


172 

388 


560 


assurance statements 


1) Prolessior^lly acceptable standards governmg the care. Ireaitnent. and use ol animats, includirtg approriale use ol anesthetic, analgesic, and Iranquiluing drugs, prior to, during, 
ar>d tollowing actual research, teaching, testing. surgc»ry^. or experiment at tort were lollowed by this research taciiity. 

2) . Each principal investigator has considered aiternatives to paintui procedures. 

3) . This tacitiiy is adhering to the standards and regulations under the Act. and tl has required that except ioni to the standards arvd regulations be spectiied and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC) A summary ol all such exceptions is attached Ip this annual report, in 
addition to ideniitying the lACUC-approved exceptions, this summary includes a briel explanation ol the en.tfptioits, as well as the species and number ol animals aftected. 

4) The allending veterinarian lor this research facility has apfMOpiiate authority to ensure the provision ot adec]uate veterinary care and lo oversee I he adequacy ol other aspects of 
animat care and use. 


CEKTIFICATION BY HEAOQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I cerlity that the above is true, correct, aird complete (7 U b C Section 2143). 


Sli 


(Type Of Print) 


DATE SIGNED 


oaRT *' - --IrArDOt 


APHIS FORM 7023 
(AUG 9.1) 


<Rfeplaces VS FORM 18-23 (OCT 88). whicti »s obsolete ) 


Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official fonn and its use is voluntaiy. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as weU as scientists. 


1. Registration Number: 58-R-QQQ7 — — 

2. Number of animals used in this study. ^ 

3. Species (common name> Guinea Pigs of animals used in this study. 

4. Explain the procedure producing pain and/or distress. 

The PI is studying the mechanism by which sound damages the hair cells in the 
cochlea of the ear. The guinea pig is an established model for this type of work. 
Animals are exposed to 1 09-db noise for 4 hr periods/day for several days. The 
noise is about the same as being near a “chainsaw” and produces irreparable 
damage to hair cells. 

5. Provide scientific justification why pain and/or distress could not be relieved. 
State methods or means used to determine that pain and/or distress relief would 
interfere with test results. (For Federally mandated testing, see question 6 below) 

Animals are not given sedatives or analgesics as it is thought that these agents 
will interfere and/or protect the cells from acoustic injury. PI states that animals 
exposed to such noise show no outward signs of distress during the exposure 
period. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): None. 


Agency 


CFR 


Optional Column E Explanation Form 

This form is intended as an aid to completing the Column E explanation. It is not an 
official form and its use is voluntary. Names, addresses, protocols, veterinary care 
programs, and the like, are not required as part of an explanation. A Column E 
explanation must be written so as to be understood by lay persons as well as scientists. 


1 . Registration Number: 58-R-QQQ7 — — 

2. Number of animals used in this study. JL 

3. Species (common name> Rabbit of a nimals used in this study. 

4. Explain the procedure producing pain and/or distress. 

The PI is using New Zealand White rabbit for polyclonal and monoclonal ovarian 
cancer isoform antibody production. Antibody production with Freunds adjuvant 
is a potentially painful procedure. 

5. Provide scientific justification why pain and/or distress could not be relieved. 
State methods or means used to determine that pain and/or distress relief would 
interfere with test results. (For Federally mandated testing, see question 6 below) 

Animals are not given sedatives or analgesics as it is thought that these agents 
will interfere with the peptide induced epitopes. PI states that there are no 
alternatives. 

6. What, if any, federal regulations require this procedure? Cite the agency, 
the Code of Federal Regulations (CFR) title number and the specific section 
number (e.g., APHIS, 9 CFR 113.102): None. 

Agency ■ CFR — 


ATTACHMENT 1 


University of Miami animal housing facilities: 

Contact for all facilities; | 

Rosentstiel Medical Science Building 
1600 NW 10 Avenue 
Miami, FI 33136 

-Parkinson Foundation Building 
1501 NW 9 Avenue 
Miami, FL 33136 

Bascom Palmer Eye Institute 
900 NW 17 Street 
Miami, FL 33136 

Diabetes Research Institute 
1450 NW 10 Avenue 
Miami, FL 33136 

Rosenstiel School of Marine & Atmospheric Science 
4600 Rickenbacker Causeway 
Key Biscayne, FL 33 149-1098 

South Campus 
12500 SW 152 ST 
Miami, FL 33 177 


Coral Gables Campus - Department of Behavioral Medicine 
1251 Stanford Drive 
Coral Gables, FL 33 146 


Coral Gables Campus - Cox Science Bldg. (182) 
1301 Memorial Drive 
Miami, FL 33124 

Mannheimer Foundation 
20255 SW 360 ST 
Homestead, FL 33034 


Attachment 2. 

PROTOCOLS REQUIRING SPECIAL EXEMPTION FROM RECOMMENDED 

POLICIES OR GUIDELINES 

ACUC reviewed, discussed and approved the following exemptions from USDA 
Policy. 

1. Protocol 98-143 Exemption granted for Multiple Survival Surgery in dogs 

2. Protocol 97-258, 98-037 Exemption granted for extended restraint and for 
housing in Plexiglas enclo sures to deliver extended periods of hyperemia to 
piglets. 

3. Protocol 96-216 Granted an exemption for not using analgesia in Rabbits 
exposed to 105db noise. Also granted exemption for prolonged restraint of 
conscious animals. 

4. Protocol 99-144, 99-145 Granted an exemption for not using analgesia in Guinea 
Pigs exposed to 109db noise. Also granted exemption for prolonged restraint of 
conscious animals. 

5. Protocol 00-020 Granted an exemption for not using analgesia in Rabbits for 
antibody production with Freund’s adjuvant. 

6. Protocol 98-135 Granted exemption for not pair housing NHP with HIV, due to 
safety precautions for DVR personnel. 

7. Protocol 98-286 Granted exemption for not providing rehef from the distress of 
housing Watanabe Rabbits together. 

8. Protocol 97-243 Induction of tolerance to allogeneic and xenogeneic pancreatic 
islet cells in a non-human primate model via treatment with a monoclonal 
antibody (antiCD-40-L) and intravenous administration of donor cells. AGUC 
grant exemptions for multiple blood sampling. The restraint procedure used and 
the mo nthl y glucose tolerance tests to be conducted. The ACUG reviewed, 
discussed and approved the following exemptions from USDA Policy. 

6. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the ACUC for the following protocols 
involving a PIG model of skin injury. 

97-350 : ENTITLED: An animal model to examine the irritancy of various topical 
agents on pigskin 

97-351; ENTITLED: An animal model to examine debrided second degree bum woimd 
healing 

97-352: ENTITLED: An animal model to examine the effect of various topical agents, 
dressings 

97-354 : ENTITLED: An animal model for the study of deep partial thickness wound 
healing 

97-355 : ENTITLED: An animal model to examine the effect of various topical agents, 
dressing, 

97-356 : ENTITLED: An animal model to study bum wound infection 

97-357 ; ENTITLED; An animal model to study various topical agents, dressings and/or 

devices 


97-357resub : ENTITLED: The effect ofen anitmicrobial dressing on partial thickness 
would infection. 

97- 357resub02 : ENTITLED: The effect of an antimicrobial agent on the proliferation 
of bacteria in partial thickness wounds 

infections. 

98- 165resub : ENTITLED: An animal model to examine the effect of various topical 
agents, dressing and/or devices on partial thickness wound 

98-166resub : ENTITLED: An animal model to examine the effect of various topical 
agents, dressing and/or devices on second-degree bum wound 

98-167resub. : ENTITLED: An animal model to examine the effect of topical agents, 
dressings, and/or devices on full thickness wound healing. 

98-194 : ENTITLED: An animal model to examine the effect of topical agents, 
autologous grafts, dressings an/or devices on foil thickness wound 
98-236 : ENTITLED: Development of a third degree bum wound model which can be 
used to examine the effect of different test agents on 3rd degree healing and the effect of 
an artificial dermis on graft take 

98- 25 1 : ENTITLED: Development of an ischemic wound model which can be used to 
examine the effect of different test agents on ischemic wound healing and the effect of a 
supersaturated oxygen delivery cream on wound healing 

99- 009 ; ENTITLED: Laser Resurfacing: Study to examine the effect of different test 
agents on laser resurfacing healing. 

99-064 : ENTITLED: The Effect of a fibrin Glue with Antimicrobial Additive on Skin 
Graft Take, Bacterial Proliferation and Wound Healing using a Swine Model 
99-138 : ENTITLED: Evaluation and comparison of two chemical peels in a porcine 
model 

99-162 : ENTITLED: To determine the degree of photopolymerization of a conformal 
bioactive dressing in foil thickness wounds. 

7. Exemptions for MULTIPLE SURVIVAL SURGERY PROCEDURES were 
reviewed, discussed and approved by the ACUC for the following protocols 
involving Canine models 

98-143 : ENTITLED: Studies of the Graft promoting, tolerogenic potential of donor 
cells and/or antigens administered in conjunction with novel immunomodulatory drugs in 
a canine islet transplant model: Effect of transplant site, donor cell composition, and 
timing... 

98-160 : ENTITLED: Comparison of Healing of Arterial and Venous Anastomosis by 
Stapling Device and Manual Suture 


